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9 SEP 1985 


MEMORANDUM 

VIA: 

FROM: 

SUBJECT: 


FOR: Director of Logistics 

Deputy Director for Administration 

Director of Security 

Additional Po lygrap h Division Space 
Requirements 


1. The Office of Security has been directed to 
approximately double its polygraph capability as ^P^ d ^ y 10Q 
possible . The Polygraph Division, now occupying some 7,10 
sauare feet on the first floor of the Headquarters Building, 
needs some additional space for clerical personnel immediately. 
There is a critical need for space for more examination rooms 
ISd supervisory personnel by January 1986. The entire buildup 
t norLnnpl is expected to be completed by December 1986. At 

requirements win be more than twiee the 

present size. 

o t<- is essential that the entire Polygraph Division, 

b b ; t ^SS: %il™l “uo"- -e loSgraph Sll. 

if necessary, be acceptable on a temporary basis. 

3. The following factors must be considered in the site 
se lection : 
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° For the processing of applicants, a location near 
the applicant processing units of the Office of Personnel 
and the Office of Medical Services, is highly desirable. 

° The Polygraph Division must continue to function 
during the transition at an increasing level of activity. 


4. Options appear to be: 

° 20,000 to 25,000 square feet in present Headquarters 

Building . 

0 20,000 to 25,000 square feet in the new Headquarters 

Building. With this option, temporary additional space 
will be needed prior to completion of the new building. A 
split of the Polygraph Division will be considered only on 
a temporary basis. Ideally, the temporary location should 
be in an existing Agency building. 


5. You r assistance in solving th is critical need is 


requested . 

Policy and Plans Group, 


may be contacted for specific 

information . 



SIGNED 


:os/p&m/ppg 
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